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ACTION EA-09 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 AGR-10 CEA-01 CIAE-00 

COME-OO DODE-OO EB-07 FRB-01 H-02 INR-07 INT-05 L-03 

LAB-04 NSAE-00 NSC-05 PA-02 AID-05 CIEP-02 SS-15 

STR-04 TAR-01 TRSE-00 USIA-15 PRS-01 SP-02 OMB-01 

XMB-04 /120W 

058914 

R 250507Z AUG 75 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 6447 
INFO AMCONSUL BRISBANE 
AMCONSUL MELBOURNE 
AMCONSUL PERTH 
AMCONSUL SYDNEY 
USMISSION OECD PARIS 
MTN DEL GENEVA 

UNCLAS CANBERRA 5679 

E.O. 11652: N/A 
TAGS: ETRD, AS 

SUBJECT: AUSTRALIAN IMPORT RESTRICTIONS: GOA DECIDES NOT TO 
RESTRAIN IMPORTS OF AIR CONDITIONERS AND EVAPORATIVE 
AIR COOLERS 

REF: CANBERRA 4438 

1. SPECIAL MINISTER OF STATE (SMOS) HAS ANNOUNCED THAT 
GOA ACCEPTS TEMPORARY ASSISTANCE AUTHORITY (TAA) RECOM- 
MENDATION THAT NO URGENT ACTION IS NECESSARY TO PROTECT 
LOCAL INDUSTRY AGAINST IMPORTS OF ROOM AIR CONDITIONERS 
AND EVAPORATIVE AIR COOLERS. 

2. QUESTION OF LONG-TERM ASSISTANCE FOR THIS INDUSTRY 
IS PRESENTLY BEING REVIEWED BY INDUSTRIES ASSISTANCE 
UNCLASSIFIED 
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COMMISSION WHICH IS EXPECTED TO BEGIN PUBLIC INQUIRY 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 

BEFORE END OF 1975. 

3. COPIES OF REPORT BEING SENT TO DEPARTMENT VIA POUCH. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, IMPORT CONTROLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CANBER05679 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750293-0309 
From: CANBERRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975081 9/aaaaaqfg. tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 CANBERRA 4438 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 FEB 2003 by ReddocGW>; APPROVED <27 JAN 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
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US Department of State 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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